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(Content part is written using Arial font 11, space 1,15) 


INTRODUCTION (sub-heading, Arial 12, Capital) 

Explaining the background, problems, importance of research, brief 
literature review that relates directly to research or previous findings that 
need to be developed, and ends with a paragraph of research 
purposes. The introduction contains a description of the explanation 
regarding the background of the problem raised in the article. The 
explanation is described in a clear and adequate narrative format and does 
not use sub-chapters. Include references (relevant literature or research 
results) used in each sentence as specified in the reference. 


METHODS & MATERIALS 

Contains technical information of the study presented clearly to ensure that 
the work can be reproduced according to the details provided. Approaches 
or procedures of study together with data analysis methods must be 
presented. If the study uses a reagent, details of the supplier should be 
provided when appropriate. Methods already published should be indicated 
by a reference and only relevant modifications should be described. For 
epidemiology, details of setting, time and place should be provided. The 
method must be explained in detail and clearly, whether it is related to the 
explanation of the research design, location, time, population, sample, 
sampling method, research variables, data collection, data analysis and 
other methods related to the article. 


RESULT 

Should be presented clearly and concisely and should contain no more than 
five figures and tables. Any information provided in tables and figures 
should not be repeated in the text, but the text should focus on the 
importance of the principal findings of the study. 


DISCUSSION 

Discusses the results of the study to address the problem formulated, 
objectives and research hypotheses. Discussion be focused on the why and 
how of the research findings can happen and to extend to which the 
research findings can be applied to other relevant problems instead of 
extensively citing and discussing existing literature. 


CONCLUSION 

Should be withdrawn on the basis of research findings, formulated 
concerns and research purposes, and presented in one paragraph without 
numerical form of expression. Explain your research contributions to 
science. 
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